Soon after the paintings for St. Stephen's Hall were fin- Portraits ishccl Cameron was again asked to superintend a series of for the paintings; this time for the Bank of England. For the mural Bankoj paintings ho chose the younger artists, A, K. Lawrence, England Thomas Monninglou and Colin Gill; for the portraits he approached ihc seniors, George Clausen and myself, and later Waller Russell and Francis Dodd. A. K. Lawrence, however, was to clo the portrait of the Governor, Mr Montagu Norman, My subject was Mr Norman's predecessor, Lord Cullcn of Ashbourne, 'who, unfortunately, was in delicate health. Standing tried him severely, I therefore painted his head while he was Hitting and for his figure (his height was exactly six feet) a young Guardsman stood. I chose as a background a corner of the old Council room at the Bank, and made my studies during the winter months; consequently my background was ovcrdark. When lately 1 saw the painting; in position (the canvases were clone some ten years before the new Bunk was ready to receive them) I repainted the background in part, for the painting gets no direct light where it now hangs. I should have painted the portrait1 in a lighter key, But as with the mural painting at 8t Stephen's Hall, 1 have had no second chance,